
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A, Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 

governor BUREAU OF LABORATORY SCIENCES 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MO 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


November 29, 2011 


ADA Adam Foss 

Suffolk CountWOistncUUtorney’s Office 

Re: Sample Comm. vs.^^£££££££££j| 

Dear ADA Foss: 

Enclosed are copies of the information you requested for the above mentioned sample: 

1) Drug Receipt 

2) Evidence Control Card with hand-written notations 

3) Drug Powder Analysis Form with my hand-written notations 

4) GC/MS confirmatory data 

I was the primary/custodial chemist and performed preliminary testing and net weight 
calculations for this sample. Kate Corbett was the confirmatory chemist and analyzed 
the GC/MS data for this sample. 

If you have any further questions, please do not hesitate to call me at 617-983-6632. 
Sincerely, ^ j 

Della Saunders 
Chemist III 
William A. Hinton 
State Laboratory Institute 
305 South Street 
Jamaica Plain, MA, 02130 

Cc. KAC 
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Saunders, Della (DPH) 

From: Foss, Adam (SUF) 

Sent: Wednesday, November 23, 2011 2:00 PM 

To: Saunders, Della ( DPH); Corbett, Kate (DPH ) 

Subject: Commonwealth Docket No. BSgjg 

Good afternoon ladies - 

I was wondering if, before you leave to enjoy your holidays, you could assemble and send me the drug packet in 
connection with the above referenced case? Hahah, I kid. I don't need it until next month, but I wanted to put it 
on your to-do list. The lab number is^^^^^J Thanks for your help and have a great holiday weekend. 

Adam J. Foss 

Suffolk County District Attorneys Office 

Roxbury Division 

85 Warren Street 

Roxbury, MA 02119 

PHONE: (617) 445-8618 

FAX: (617)442-8931 


11/28/2011 
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City: Boston D.C.U. Police Dept 
Officer: 

Amount: 

No, Cont: 2 Cont: pb 7 

DateRec’d; 08/12/2011 
Gross Wt: 2126.00 


Date Analyzed: 


II 


4 


Subst: SUB 


No. Analyzed: 

Net Weight: /V? 


# Tests: 




JL. 


Ptelim: 0X3(7% 


Findings^ 

VPCflUKt 
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PRELIMINARY TEST RESULTS 


RESULTS 


DATE 


GC/MS CONFIRMATORY TEST 
RESULTS Q2C£lM_ 

OPERATOR KA'C'- 
DATE lll L flll 


Revised 7/2005 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\ll_02_ll\805950.D 
DCS 

2 Nov 2011 19:24 

BLANK 

1 

DRUGS , M 
RTE 



u 


TSs" 


Abundance 


TIC: 805950.D\data.ms 



Time-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


805950.D Mon Nov .28 13:16:07 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \SYSTEM7\ll_02__ll\805951 .D 
DCS 

2 Nov 2011 19:39 

COCAINE STANDARD 

51 

DRUGS . M 
RTE 


Abundance 


4.$22 


TIC: 805951.OWata.ms 


1000000 


600000 


0—1-1—I—I—I—I—I—I—I—j“T-1-JS-j-]-1-I-1-!-T-I- 1 -r [.I. ] r-1—r T—i—T-'-1-1-T-1-1 '-1-!-1—|-1-1—I—!—|—I . , 

Ttme»> 2.00 3.00 _ 4.00 5. 00 6.00 7.00 8.00 9.00 10,00 11.00 12,00 


Ret. Time 

Area 

Area % 

Ratio % 

4.622 

1273232 

100.00 

100.00 


805951.D Mon Nov 28 13:16:12 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\SYSTEM7\ll_02__ll\80595i.D 

Operator : DCS 

Date Acquired : 2 Nov 2011 19:39 

Sample Name : COCAINE STANDARD 

Submitted by : 

Vial Number : 51 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 85 

C:\Database\NIST05a.L Minimum Quality: 85 

C: \ Database's PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 4.62 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.690 to 4.749 min.: 806951.D\data.ms (-) 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


Abundance. #29: COCAINE 



805951.D Mon Nov 28 13:16:12 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F:\SYSTEM7\ll_02_ll\805952 .D 
DCS 

2 Nov 2011 19:55 

BLANK 
DCS 
2 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


805952.D Mon Nov 28 13:16:23 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\11_02_11\805953.D 
DCS 

2 Nov 2011 20:10 


53 

DRUGS,M 
RTE 


Abundance 

2500000 

2000000 

1500000 

1000000 ' 

500000| 

Time-> 2.00 


4.$22 


3.801 

1 1 i 1 1 1 11 i.->■ 

3.00_4.00 


5.00 


TIC: 805953,D\data.ms 


n i ’ 1 1 r ~J 1 1 1 1 I 1 1 1 1 I ' 1 1 E ] 1 r 

6.00 7.00 8.00 9.00 10.00 


, | r r-.-r-i-T-r-T-r 

11.00 12. 00 


Ret. Time 

Area 

Area % 

Ratio % 

3.801 

104155 

3.47 

3,59 

4.622 

2901694 

96.53 

100.00 


805953.D Mon Nov 28 13:16:27 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM7\ll_02_ll\805953.D 

Operator : DCS 

Date Acquired : 2 Nov 2011 20:10 

Sample Name : IHSMEIMMiHMI 

Submitted by : DCS 

Vial Number : 53 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 85 

C:\Database\NIST05a.L Minimum Quality: 85 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


l 3.80 C:\Database\NlST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 95 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 93 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 87 


Abundance Average of 3.770 to 3.987 min.: 805953.D\data.ms (-) 



805953.D Mon Nov 28 13:16:28 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM7\ll_02_ll\8059S3.D 

Operator : DCS 

Date Acquired : 2 Nov 2011 20:10 

Sample Name : 

Submitted by : DCS 

Vial Number : 53 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 85 

C:\Database\NIST05a.L Minimum Quality: 85 

C:\Database\PMW_TOX2.L 

PKtt RT Library/ID CAS# Qual 


2 4.62 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.680 to 4.781 min.: 805953.D\data.ms (-) 



mjz~> . 40 60 80 10 0 120 140 160 180 200 220 240 260 280 300 320 340 


Abundance #29: COCAINE 



805953.D Mon Nov 28 13:16:29 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\ll__02_ll\805954.D 
DCS 

2 Nov 2011 20:26 


DCS 
54 

DRUGS,M 
RTE 


Abundance 

3000Q001 


4.$28 


T!C: 805954.D\daSa.ms 


2000000 


1000000 


3.802 


V 1 1 > 

Time--> 2.00 

1 1 1 1 

3.00 _ 

-r-i- 7 -r-r-r-T -1 , , 1 1 1 . 

4.00 5.00 6.00 

» 1 1 | 1 r i 

7,00 

'"I" ’’--^-1—r - T- r_rr 1 r 1 ! • 1 ' ' ' r ' ^ 

8.00 _ 9.00 10.00 11.00 12.00 

Ret. Time 


Area 

Area % 

Ratio % 

3.802 


239719 

6.61 

7.07 

4.628 


3388332 

93.39 

100.00 


805954.D Mon Nov 28 13:16:33 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM7\11 02 ll\805954.D 



Operator 

DCS 



Date Acquired 

2 Nov 2011 20:26 



Sample Name 

hrhbmmi 



Submitted by 

DCS 



Vial Number 

54 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 85 


C:\Database\NIST05a.L 

Minimum 

Quality: 85 


C:\Database\PMW_ TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 


1 3.80 C:\Database\NIST05a.L 


Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

97 

Imidazo 

[2,l-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

96 

Imidazo 

[2,l-b]thiazole, 

2 ,3,5,6-tet 

006649-23-6 

96 


Abundance 


m/z~> 



Abundance 



805954 . D 


Mon Nov 28 13:16:34 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM7\ll_02_ll\805954.D 

Operator : DCS 

Date Acquired : 2 Nov 2011 20:26 

Sample Name : |Vv **•£<■**» 

Submitted by : DCS 
Vial Number : 54 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 85 

C:\Database\NIST05a.L Minimum Quality: 85 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.63 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.585 to 4.818 min.: 805954 D'.data ms (-) 



805954.D Mon Nov 28 13:16:34 2011 Page 3 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\SYSTEM7\ll_02_ll\805955 . D 
DCS 

2 Nov 2011 20:41 

BLANK 
DCS 
2 

DRUGS . M 
RTE 


Abundance TIC: 805955.0\data,ms 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


805955.D Mon Nov 28 13:16:39 2011 


PAge 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\ll_02_ll\805956.D 

DCS 

2 Nov 2011 20:56 


DCS 

56 

DRUGS.M 
RTE 


Abundance 

2000000 


1500000 


1000000 


500000 


0 


4.$22 


3.801 


i 


Tlme~> 2.00 3,00 4.00 5.00 


TIC: 805956.DVdata.ms 


1 I 1 ' 1 1 I 1 1 ' > . 1 * ! 1 1 i 1 | 1 ' 1 1 ! 1 1 f 1 ! 1 1 ' r 

6.00 7.00 8.00 9.00 10.00 11.00 12. 00_ 


Ret. Time 

Area 

Area % 

Ratio % 

3.801 

128176 

6.75 

7.24 

4.622 

1769406 

93.25 

100.00 


805956.D Mon Nov 28 13:16:45 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \SYSTEM7\ll_02_ll\805956 . D 
DCS 

2 Nov 2011 20:56 


DCS 

56 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 85 

C:\Database\NIST05a.L Minimum Quality: 85 

C:\Database\PMWTOX2.L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3.80 

C:\Database\NIST05a.L 






Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

96 



Imidazo[2,1-b]thiazole, 

2 ,3,5,6 -tet 

006649-23-6 

95 



Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

95 



805956.D Mon Nov 28 13:16:46 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM7\11 02 ll\805956.D 



Operator 

DCS 



Date Acquired 

2 Nov 2011 20:56 



Sample Name 




Submitted by 

DCS 



Vial Number 

56 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 85 


C:\Database\NlST05a.L 

Minimum 

Quality: 85 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 


2 4.62 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 



Abundance 

80 

60 

40 

20 

0 


42 


m/z~> 


40 


8f2 


.55 68 


94 


#29: COCAINE 


182 


105 


122 


135 1 f 2 166 


198 


60 


T 


214 


244 259 


272 


303 


80 100 120 140 160 180 200 220 240 260 280 300 


805956.D 


Mon Nov 28 13:16:47 2011 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\SYSTEM7\ll_02__ll\805957.D 

Operator : DCS 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 57 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


2 Nov 2011 21;12 

I 

DCS 


2000000 

1500000 

1000000 

500000 

o4- 

Time--> 2.00 


TfC: 805957. D\dala.ms 

4,$22 


3.802 j 

1 —(—E—I—I—£—]—1—I—rn-[—I—I—I—I—j—T—I—I—1—|—I—I—I—1—|—1—I—1—I—|—E—1—I—I—|—F—I—I—i—|—E—I—I—I—]-[—I—I—T 

3.00 4.00 5. 00 6.00 7. 00 8X>0_ 9,00 10,00 11.00 12,00 


Ret. Time 

Area 

Area % 

Ratio % 

3 . 802 

100969 

4.24 

4.43 

4.622 

2280745 

95.76 

100.00 


805957.D Mon Nov 28 13:16:51 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM7\11 02 ll\805957.D 



Operator 

DCS 



Date Acquired 

2 Nov 2011 21:12 



Sample Name 




Submitted by 

DCS 



Vial Number 

57 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 85 


C:\Database\NlST05a.L 

Minimum 

Quality: 85 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASH 

Qual 


1 


3.80 C:\Database\NIST05a.L 

Imidazo [ 2 ,1-b]thiazole, 
Imidazo[2,l-b}thiazole, 
Imidazo[2,l-b]thiazole, 


2,3,5,6 -tet 

006649-23-6 

93 

2,3,5,6-tet 

006649-23-6 

90 

2,3,5,6-tet 

014769-73-4 

83 


Abundance Average of 3.775 to 3.982 min.: 805957.D\data.ms (-) 



m/z~> 40 50 60 70 80 90 100 110 120130 140 150160170 180 190 200 210220 230240 250 260 270 280 


805957,D 


Mon Nov 28 13:16:52 2011 


Page 2 
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Area Percent / Library Search Report 


Information from 

Data File: 


File Name : 

F:\SYSTEM7\11 02 ll\805957.D 


Operator : 

DCS 


Date Acquired : 

2 Nov 2011 21:12 


Sample Name : 



Submitted by : 

DCS 


Vial Number : 

57 


Acqu isi t i onMe t h : 

DRUGS . M 


Integrator : 

RTE 


Search Libraries 

: C:\Database\SLI.L 

Minimum Quality: 85 


C : \Database\NIST05a.L 

C : \Database\PMW TOX2.L 

Minimum Quality: 85 

PK# RT 

Library/ID 

CAS# Qual 

2 4.62 C 

: \Database\SLI. L 

COCAINE 

000050-36-2 99 

Abundance 

Average of 4.569 to 4.792 min.: 805957.D\data.ms {-) 



Abundance #29: COCAINE 



805957.D Mon Nov 28 13:16:53 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F:\SYSTEM7\ll_02_ll\805961.D 
DCS 

2 Nov 2011 22:13 

BLANK 


DRUGS.M 
RTE 


Abundance TIC: 805961.DWata.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


805961.D Mon Nov 28 13:17:06 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\SYSTEM7\ll_02_ll\805962 .D 
DCS 

2 Nov 2011 22:29 

COCAINE STANDARD 

62 

DRUGS . M 
RTE 


Abundance 


1000000 


500000 


Time-> 2.00 



TIC: 805962.DWata.ms 


3.00 


4,00 5,00 


6.00 


7.00 


8.00 


T 


t 


~r 


9.00 10.00 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

4.622 

1305749 

100.00 

100.00 


805962.D Mon Nov 28 13:17:10 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\SYSTEM7\ll_02_ll\805962.D 

Operator : DCS 

Date Acquired ; 2 Nov 2011 22:29 

Sample Name : COCAINE STANDARD 

Submitted by : 

Vial Number : 62 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 85 

C:\Database\NIST05a.L Minimum Quality: 85 

C:\Database\PMWJTOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.62 C:\Database\SLl.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.590 to 4.786 min.: 805962.D\data.ms (-) 



m/z--> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


Abundance #29: COCAINE 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


805962.D Mon Nov 28 13:17:10 2011 Page 2 
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